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DPDW7282~59 
30 Onteber 1959 


25X1A 


Dasr Harold: 


Reference your latter file Nr. 6392 dated 21 Sept. 1959 
concerning revision to spares listings in centract No, A101. 


Amendment Ng, 21 to the contract has been draw te reflect 
the ‘8 necessary to bring the Requirement Re. 3 Spares 
Ldating sions up te date and alse te refiect the correst 
munber of Patch Cables. The Amendment consists of revised pages 
to the Appendix (Revised Denember 1958) which are te be substituted 
fer the old pages, 


As goon 26 the Avendment has completed internal review here 
and has been signed by the Contracter, your copy will be forwarded. 


Sinceraly, 
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DOCUMENT NO. 

NO CHANGE IN CLASS. 

[] DECLASSIFIED 

GLASS. CHANGED TO: TS $ 0 
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